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94 Greenwich Observations of Comet c 1905. lxvii. 1, 


Observations of Comet c 1905, from Photographs taken with the 
30-inch Reflector of the Thompson Equatorial . 

(Communicated by the Astronomer Royal.) 

The following positions of Comet c 1905 were obtained from 
photographs taken with the 30-inch reflector. 

Exposures of 4 m and 5 m were given on December 8 and 9, from 
i m to 3 m on December 19, and for the remainder. 

The plates were measured in the astrographic micrometer. 
Six reference stars were taken where possible, situated as sym¬ 
metrically as possible about the comet. The positions of the 
stars were taken from the catalogues of the Astronomische Gesell- 
schaft, or from Karlsruhe Observations 1885*0, or the Radclifle 
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Nov. 1906. Greenwich Observations of Comet a 1906. 95 


Observations of Comet a 1906, from Photographs taken with the 
30-inch Reflector of the Thompson Equatorial. 

{Communicated by the Astronomer Royal.) 

The following positions of Comet a 1906 were obtained from 
photographs taken with the 30-inch reflector, with exposures of 
from 3 minutes on January 30 to 20 minutes on April 14. 

The plates were measured in the astrographic micrometer, and 
the position of the comet is deduced from the means of six 
reference stars whose places were derived from the catalogues of 
the Astronomische Gesellschaft except on February 20, when Green¬ 
wich Observations for the catalogue for 1900*0 were used. 

Corr. for Parallax. 
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